To:  Rauscher,  Jon[Rauscher.Jon@epa.gov] 

From:  Loesel,  Matthew 

Sent:  Wed  8/1 2/2015  7:39:25  PM 

Subject:  FW:  Gold  King  - Preliminary  August  09  & 1 0,  201 5 

removed.txt 

GKM  2015  08  09-10  Preliminarv.xlsx 


Matt  Loesel 

R6  Planning  Section  Chief 
US  EPA  - Region  6 
817-271-4586 


From:  Fuller,  Kris  [mailto:Kris.Fuller@WestonSolutions.com] 
Sent:  Wednesday,  August  12,  2015  2:38  PM 
To:  Loesel,  Matthew 

Subject:  Re:  Gold  King  - Preliminary  August  09  & 10,  2015 


With  screening  levels  attached.  No  Exceedances. 


From:  Kris  Fuller  < Kris.Fuller@westonsolutions.com> 

Date:  Wednesday,  August  12,  2015  at  2:03  PM 
To:  Matt  Loesel  <loesel .matthew@epa.gov> 

Subject:  FW:  Gold  King  - Preliminary  August  09  & 10,  2015 


Attached,  adding  in  screening  levels  now. 


4003057 


ED  000552F  00004357-00001 


From:  "Walzer,  Thomas"  <T.  A Walzer@WestonSolutions.com> 

Date:  Wednesday,  August  12,  2015  at  2:00  PM 

To:  Kris  Fuller  <Kris.Fuller@westonsolutions.com>.  Janine  Latham 

<i  anine.latham@westonsolutions.com> 

Cc:  "Warr  (Kettler),  Kristie"  <K. Warr@WestonSolutions.com> 

Subject:  Gold  King  - Preliminary  August  09  & 10,  2015 


Principal  Project  Scientist 

Weston  Solutions,  Inc. 

an  employee-owned  company 
5599  San  Felipe,  Suite  700 
Houston,  Texas  77056 

(713)985.6741  Direct 
(713)705.1467  Cell 
(713)985.6703  Fax 

t.a.waizer@westonsolutions.com 


4003057 


ED  000552F  00004357-00002 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and  proprietary. 
Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written  permission  of  Weston 
Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and 
delete  this  email  from  your  system.  Thank  you. 


4003057 


ED  000552F  00004357-00003 


